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Athletic training curricula, in sport H Oo Sudden death, hypertrophic cardio- 
management program, 178 Hamstring, strengthening, 22 Oral injuries, mouthguards, 338 myopathy, 319 
Athletic training curricula, preparation HBV, 70 Oral injuries, women, 344 Surgery, cold packs, 166 
Heat ill 
Athletic training handbook, 368 Pain habituation, cold, 166 Taping, peroneal tendon subkmation, 
Athletic training legalities, 255 HIV, AIDS, 70 Pain, personality factors, 169 T 370 
Athietic training, name change, 252 HIV, occupational exposure, 358 Passive motion, continuous, 32 aping, Gum, 283 _ 
Athletic training program directors, 211 HIV-transmitiers, athletic training set- Patella entrapment, 11 Thigh Variability, 
B tings, 358 Peroneal latency, 152 
Basketball, ACL reconstruction, 166 370 Pind Tissue injury cycle, 274 
ankie Hydrocolloid wound dressing, 274 Physical exams, 66 U 
Basketball, forces on saute Memerwenté diomyopathy, 319 Plyometrics and leg power, 164 Ultrasound, shoulder, 81 
SQaEn, SE, Power clean technique, 295 Ultrasound, underwater, 152 
Bench press technique, 295 Professional standards, 255 
Brachial plexus neurapraxia,recondi- ice. compression, and elevation, Proprioceptive neuromuscular facili- 
tioning program, 152 Ice Hockey, injuries, 168 tation (PNF), 168 Weight training, big 3, 295 
7 pe Inclinometer vs. goniometer, 162 Proprioceptive testing device (PTD), Weight training, errors, 295 
infection, control, 70 152 Wound management, 274 
; Cc Psychology of rehabilitation, 332 Wound pathology, 274 
R 
Cardiomyopathy, hypertrophic, 319 Rash, 324 
Chondromalacia patella treatment, 155 RDA, 89 
Clavicle, fracture, 83 150 
220 rection, 
Cold packs, post surgical application, ae pe positioning, 
168 i 
Isokinetic, eccentric torque, 150 motion, 200 
isokinetic measures, shoulder, 164 Rehabilitation, cryokinetics, 240 
Compression and cold, 220 Rehabilitation, electrical muscle stimu- 
Compression, ankle and thigh, 246 lation, 364 
Continuous passive motion, 200 Rehabilitation, knee, 155 
Rehabilitation, proprioception, 216 
Rehabilitation, psychology of, 332 
Rehabilitation, shoulder, 81 
Rehabilitation, slide-board, 166 
Role delineation, 252 
Secondary schools, sports medicine 
needs, 161 
Knee brace, functional, 161 Sexually transmitted disease (STD) 
Knee, edema reduction, 364 education, 160 
Knee, electrical activity, 149 Short crank cycle ergometer, knee 
Knee rehabilitation, CPM, 200 rehab, 155 
Knee strength imbalance, 162 Shoulder, positioning for treatment, 
Knee, torque production, 149 81 
Shoulder rotators, force and torque, 
164 
Shoulder rotators, isokinetic strength, ‘ 
154 
Skeletal muscle, effects of tauma and 
modalities, 160 
Ski jumping, jump power, 166 
Slide-board exercise, 166 
Slide-board exercise, endplate com- 
Elbow, frozen, 83 
Elbow, rehabilitation, 83 900 
Electrical muscle stimulation, edema, Sport management, athletic training 
364 
interfer- emphasis, 178 
ee Sports medicine needs, secondary 
schools, 161 
EMG, Knee, 149 . 
EMG, peroneal muscles, 152 Squat 
Mentors, athletic training, 313 SC 
Mouthguards, 344 
N Strength training, proper technique, 
Nutrition, new RDA, 89 295 
Nutritional education and counseling, Stress fractures, lower extremity, 158, 
105, 141 164 


